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ABSTRACT 


This  study  examines  antennas  with  a  characteristic  cardioid  radiation  pattern,  their 
applications  to  VI  IF  radio  communications  and  their  design,  construction  and  perform¬ 
ance.  Structures  are  investigated  using  both  the  Mini  Numerical  Electromagnetics  Code 
(.MININEC)  and  the  Numerical  Electromagnetics  Code  (NEC).  A  test  structure  is  built, 
test  data  obtained,  and  a  comparison  of  test  results  versus  predicted  results  is  made. 
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I.  INTRODUCTION 


A.  PURPOSE  OF  STUDY 

In  tactical  military  communications  systems  it  is  often  advantageous  for  a  radio  to 
transmit  and  receive  well  in  most  directions  but  poorly  or  not  at  all  in  a  few  directions, 
or  in  one  sector.  Mutual  interference  from  co-sited  transmitters  operating  on  adjacent 
frequencies  and  jamming  by  enemy  electronic  warfare  activities  are  typical  examples. 
Figures  1  and  2  illustrate  these  situations.  While  modern  signal  processing  techniques 
and  equipment  can  do  much  to  reduce  or  eliminate  such  interference,  two  or  three  deci¬ 
bels  of  improvement  is  often  prohibitively  e.xpensive,  impractical,  or  in  the  worst  case, 
impossible  to  produce.  The  use  of  antenna  characteristics  to  get  additional  immunity 
to  jamming  and  interference  is  thus  attractive  from  the  standpoints  of  both  cost  and 
practicality. 

B.  METHODOLOGY 

This  study  examines  a  class  of  antennas  having  a  characteristic  cardioidal  radiation 
pattern.  Such  antennas  offer  the  prospect  of  putting  sources  of  interference  in  the  null 
portion  of  the  radiation  pattern,  thereby  reducing  or  eliminating  the  unwanted  signals. 
Since  it  is  usually  desirable  not  to  radiate  transmitted  signals  in  the  direction  of  the  en¬ 
emy,  reciprocity  of  receiving  and  transmitting  characteristics  is  an  advantage  in  this  case. 

The  most  common  configuration  in  a  tactical  communications  network  is  that  of 
several  stations,  all  within  normal  transmission  range  and  located  in  relative  directions 
covering  up  to  about  270  degrees  of  horizontal  coverage.  This  configuration  is  usually 
dictated  by  the  operational  situation,  and  is  seldom  based  on  conummications  consider¬ 
ations. 

Use  of  directional  antennas  is  often  a  means  of  coping  with  marginal  or  inadequate 
signal  strength,  but  frequently  using  such  antennas  creates  new  problems,  since  they  do 
not  radiate  well  in  all  directions,  and  are  in  some  cases  nearly  unidirectional.  While  such 
antennas  are  usually  available  to  communicators,  their  often  complex  or  unpredictable 
patterns  of  gain  and  loss  (lobes  and  nulls)  frequently  makes  them  impractical  to  use  on 
any  but  point-to-point  circuits.  Development  of  practical  antennas  with  a  single  well- 
defined  null  covering  a  45  to  90  degree  sector  and  having  as  much  gain  as  possible  in  all 
other  directions  is  attractive,  since  it  offers  the  possibility  of  getting  a  significant  im¬ 
provement  in  immunity  to  januning  and  coverage  range  in  most  directions,  at  relatively 
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low  cost.  This  thesis  examines  the  possibilities  for  such  antennas,  develops  a  design  for 
a  prototype  antenna  having  a  characteristic  cardioidal  radiation  pattern,  models  the 
prototype  design  over  several  combinations  of  ground  and  structure  height,  and  evalu¬ 
ates  actual  performance  of  the  implemented  prototype  versus  predicted  performance 
obtained  through  modeling. 

The  performance  criteria  of  interest  in  this  study  are  the  radiation  pattern,  input 
impedance,  and  usable  frequency  range  for  a  single  structure.  The  shape  and  depth  of 
the  null  in  the  radiation  pattern  are  of  special  interest,  since  that  single  characteristic  is 
unique  to  the  category  of  antennas  under  study.  Specific  measures  for  these  character¬ 
istics  arc  developed  when  needed. 
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II.  SURVEY  OF  PREVIOUS  WORK 


A.  EARLY  FINDINGS 

Antennas  with  characteristic  deep  nulls  have  been  known  since  the  early  days  of 
radio,  and  are  well  documented  in  most  texts  on  basic  antenna  theory.  Review  of  some 
classic  and  current  texts  [Refs.  1,  2]  reveals  that  the  desired  cardioidal  deep  null  radiation 
pattern  may  be  obtained  by  correct  phasing  of  currents  in  the  elements  of  an  array  of 
elements.  Further  research  of  the  literature  produced  several  practical  structures  having 
the  desired  radiation  pattern,  along  with  useful  insight  on  productive  lines  of  research 
[Refs.  3,  4]. 

B.  FAMILIARIZATION  WITH  THE  PROBLEM 

Initial  simplified  studies  of  two  vertical  monopoles  over  perfect  ground  were  con¬ 
ducted  using  the  .Vlini  Numerical  Electromagnetics  Code  (MINTNEC)  antenna  modeling 
program  [Ref  5]  running  on  a  personal  computer.  This  preliminary  work  immediately 
revealed  the  need  to  know  the  characteristic  impedance  of  each  monopole  and  the  mu¬ 
tual  impedance  between  monopoles  in  order  to  provide  the  input  arguments  required  by 
the  MINTNEC  program.  .Appendix  A  addresses  this  problem  and  presents  two  methods 
which  can  be  used  to  find  the  necessary  information.  .A  few  runs  of  the  MININEC 
program  provided  initial  insight  into  the  scope  and  nature  of  the  design  task  at  hand. 
Figures  3.  4.  and  5,  each  produced  using  a  MININEC  simulation  of  a  structure  similar 
to  one  used  in  Christman's  study  [Ref  4]  indicate  that  while  a  well  defined  cardioidal  far 
field  radiation  pattern  can  be  obtained  using  an  array  of  proper  dimensions  with  prop¬ 
erly  phased  currents  of  equal  magnitude  flowing  in  the  elements,  the  desired  pattern  is 
essentially  a  narrowband  phenomenon  and  deteriorates  quite  rapidly  as  the  frequency 
varies  from  that  for  which  the  structure  was  designed.  In  addition  to  deterioration  of 
the  desired  radiation  pattern,  the  input  impedance  of  the  structure  varies  over  a  wide 
range  as  the  frequency  varies  from  the  design  frequency  of  the  array. 

In  order  to  characterize  the  results  of  this  study  in  quatntiative  terms,  the  null  depth 
in  decibels  relative  to  the  front-lobe,  the  angle  over  which  various  null  depths  were  ex¬ 
hibited,  and  the  input  impedance  variations  that  occurred  in  each  of  several  simulations 
are  summarized  in  tables  which  follow.  While  null  depth  relative  to  an  isotropic  radiator 
is  of  interest  from  an  analytical  standpoint,  the  null  depth  relative  to  the  gain  from  the 


Figure  3.  Far  Field  Pattern  of  Phased  60  MHz  Monopoles  at  Resonance 
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Figure  4.  Far  Field  Pattern  of  Phased  60  MHz  Monopoles  Excited  at  59  MHz 
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Figure  5.  Far  Field  Pattern  of  Phased  60  MHz  Monopoles  Excited  at  61  MHz 
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front  lobe  of  the  antenna  is  a  more  practical  and  useful  measure  of  deep  null  effect  and 
is  therefore  included  in  the  tables. 


Table  1.  PHASED  MONOPOLES  CHARACTERISTICS,  ELEMENT 
RADIUS  =  .001  METER 


Freq 

(MHz) 

0  dBi 
Angle 
(degrees) 

-10  dBi 
Angle 
(degrees) 

-20  dBi 
Angle 
(degrees) 

20  dB  F  B 
(degrees) 

Null 

Depth 

(dB) 

5S 

156 

62 

32- 

38- 

-26.2 

59 

13S 

90 

14~ 

60* 

-24.S 

60 

120 

64 

36 

56 

-49.6 

61 

112 

42 

26 

-14.0 

62 

102 

-9.4 

=  Two  nulls 

Table  2.  PHASED  MONOPOLES  CHARACTERISTICS.  ELEMENT 
RAD  I  US  =  .01  METER 


Freq 

(MHz) 

0  dBi 
.Angle 
(degrees) 

-10  dBi 
.Angle 
(degrees) 

-20  dBi 
.Angle 
(degrees) 

20  dB  F  B 
(degrees) 

Null 

Depth 

(dB) 

58 

160 

IS* 

56* 

98 

-27.0 

59 

152 

24* 

6(.) 

136 

-27.0 

60 

14(j 

64 

36 

58 

-47.4 

61 

132 

48 

42 

-19.2 

62 

126 

34 

1  1 

-13.5 

*  =  Two  nulls 

E.xamination  of  the  foregoing  tables  shows  that  element  radius  has  an  effect  on  the 
shape  of  the  radiation  pattern,  and  also  aflects  the  bandwidth  over  which  appreciable 
nulls  are  exhibited.  The  input  impedance  variations  predicted  by  these  simulations  are 
summarized  below: 
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Table  3.  PHASED  MONOPOLES  IMPEDANCE  VARIATIONS 


Frcq 

(.MHz) 

.Monopole  1 
Input  Z 

(radius  =.001  M) 

Monopole  2 
Input  Z 

(radius  =  .001  M) 

Monopole  1 
Input  Z 
(radius=  .OIM) 

Monopole  2 
Input  Z 

(radius=  .01  M) 

58 

14.8 

44.0 

17.2 

56.6 

59 

18.8 

60.0 

20.2 

66.6 

60 

23.0 

70.6 

23.2 

62.5 

61 

27.4 

78.1 

26.2 

80.5 

62 

32.2 

85.1 

29.5 

86.1 

From  this  suntmar>’  of  monopole  impedance  cliaracteristics  it  can  be  seen  that  tlie 
impedance  of  botli  monopoles  increases  as  the  frequency  of  excitation  increases  and 
drops  as  the  excitation  frequency  decreases  below  the  structure  design  frequency.  Fig¬ 
ures  3.  A.  and  5  illustrate  the  deep  null  performance  of  the  two  monopoles.  Note  that 
these  three  plots  show  the  narrowband  behavior  of  the  structure  when  the  magnitude 
and  phase  of  the  excitation  voltages  are  not  changed  to  compensate  for  changing  ele¬ 
ment  and  mutual  impedances  as  the  excitation  frequency  varies.  The  cflccts  of  opti¬ 
mizing  these  excitations  is  explored  in  later  chapters. 

C.  INITIAL  PERSPECTIVES 

This  preliminary  investigation  indicated  that  there  are  many  ways  to  implement  an 
array  of  elements  that  have  the  desired  characteristics,  but  also  revealed  that  all  the 
methods  found  have  the  conmton  disadvantage  that  their  cardioidal  patterns  are  not 
exhibited  over  a  wide  band  of  frequencies  and  that  input  impedances  vary  over  a  wide 
range.  Investigation  of  dipole  arrays  and  folded  dipole  arrays  did  not  produce  a  struc¬ 
ture  of  substantially  better  characteristics.  These  structures  were  therefore  discarded  in 
order  to  limit  the  investigation  to  a  manageable  scope. 

D.  LIMITATIONS  OF  MININEC 

While  a  MININFC  simulation  of  monopoles  over  perfect  ground  is  useful  in  a  pre- 
liminan.'  investigation,  simulation  of  a  phased  monopole  array  over  real  ground  using  a 
realistic  support  structure  and  a  practical  feed  system  is  beyond  the  capabilities  of  the 
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MININEC  program.  1  his  dictates  that  the  remainder  of  tlie  simulation  work  be  carried 
out  using  the  Numerical  Electromagnetics  Code  (NEC). 
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III.  INVESTIGATION 


A.  FORMULATING  THE  PROBLEM  USING  NEC 

Having  narrowed  the  investigation  to  a  specific  monopole  array  using  the  NEC 
simulation  system,  a  whole  new  set  of  requirements  arises.  First,  since  this  study  is  ori¬ 
ented  toward  study  of  practical  antenna  systems,  the  simulations  must  be  carried  out 
over  less  than  perfect  grounds.  Review  of  the  Antenna  Engineering  Handbook.  Vol.  I 
[Ref  6]  provided  the  needed  dielectric  and  conductivity  values  for  good,  average  and 
poor  grounds. 

Since  the  structure  must  be  elevated  above  the  (imperfect)  ground  in  order  to  pro¬ 
vide  satisfactorv'  line-of-sight  coverage,  a  support  structure  must  be  used.  Since  practical 
antennas  must  often  be  erected  at  varying  heights  above  ground,  it  is  necessary  to  sim¬ 
ulate  the  structures  investigated  at  varying  heights  above  the  terrain.  The  NEC  program 
can  easily  handle  this  requirement  if  the  coordinates  describing  the  test  structure  are 
translated  along  the  "Z"  axis  (chosen  as  the  vertical  axis). 

B.  FEED  SYSTEM  CONSIDERATIONS 

Real  antennas  must  have  some  feed  system,  and.  in  the  case  of  the  family  of  arrays 
chosen  for  study  using  NEC,  the  feed  system  is  a  key  consideration.  This  is  due  to  the 
critical  clfects  of  current  magnitude  and  phase  in  the  elements  upon  the  radiation  pattern 
produced.  This  current  phasing  can  be  accomplished  in  a  variety  of  ways,  as  indicated 
by  Christman  and  Melody  [Refs.  7.  Sj.  Unfortunately,  a  simple  and  practical  means  of 
getting  the  desired  phase  and  magnitude  relationships  was  not  found,  and  as  mentioned 
in  the  ARRL  .Antenna  Book  [Ref  3:  pp.  S-14],  a  number  of  designers  are  still  looking 
for  a  simple  and  practical  means  of  accomplishing  a  constant  phase  equal  current  feed 
over  a  wide  bandwidth.  .As  a  means  of  further  exploration  of  this  problem,  the  antenna 
feed  method  of  Christman  [Ref  7]  was  chosen  since  it  provides  a  computer  program 
which  in  most  cases  provides  at  least  one  solution  wiiich  is  physically  realizable,  and 
since  it  provides  a  rigorous  (but  difficult)  derivation  of  the  theory  behind  the  published 
program.  This  program,  written  by  Roy  Lewallen,  is  listed  in  Appendix  B  since  it  was 
central  to  the  work  done. 

Finally,  each  time  the  test  structure  is  changed,  or  the  frequency  used  to  excite  the 
structure  changes,  the  characteristic  impedance  of  the  monopoles  and  their  mutual 
impedance  changes.  A  mechanized  way  of  manipulating  the  complex  impedance  matrix 
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describing  the  antenna's  characteristics  is  almost  mandator}'  since  it  is  necessary  to  in¬ 
vert  the  characteristic  admittance  matrix  to  get  the  antenna's  impedance  matrix.  Once 
the  impedance  matrix  is  found,  the  element  impedances  and  mutual  impedances  are 
known,  and  the  entry  arguments  of  Lewallen's  feed  harness  length  calculation  program 
[Ref  7]  can  be  supplied.  A  simple  routine  to  do  the  required  matrix  manipulations  was 
written  using  the  MATHCAD  ®  [Ref  9]  program  running  on  a  personal  computer.  This 
routine  is  included  at  the  end  of  Appendix  A. 

At  this  point,  all  the  necessary  tools  and  information  elements  were  at  hand  to 
proceed  with  a  NEC-based  simulation  of  phased  monopoles  over  imperfect  ground, 
employing  a  practical  feed  system. 

C.  EFFECTS  OF  SUPPORT  MAST  ON  RADIATION  PATTERN 

A  NEC  dataset  describing  the  model  to  be  studied  was  constructed  and  initial  test 
runs  were  made.  During  this  sequence  of  tests  it  became  clear  that  something  was 
wrong,  in  that  the  radiation  patterns  obtained  from  the  test  structure  elevated  above 
ground  by  means  of  a  metallic  mast  were  not  the  same  as  those  obtained  earlier  at  the 
same  height  without  the  metallic  support  structure.  Since  the  support  structure  was  the 
only  difference  between  the  two  cases,  a  one  meter  long  insulating  section  was  inserted 
between  the  metallic  mast  and  the  antenna.  This  immediately  cured  the  problem,  and 
the  model  then  performed  as  expected.  Figures  6  through  11  illustrate  the  problem,  its 
remedy,  and  the  resultant  radiation  pattern. 

D.  EFFECTS  OF  VARYING  STRUCTURE  HEIGHT 

In  order  to  explore  the  effects  of  raising  and  lowering  the  test  antenna,  the  NEC 
dataset  was  modified  by  adding  the  vertical  height  to  be  used  to  all  the  wire  Z- 
coordinates.  Test  heights  of  2.5.  5  and  10  meters  were  chosen  as  those  most  likely  to 
be  used  in  practice.  The  elTects  of  running  the  program  at  these  heights  can  be  seen  in 
Figures  12  through  14.  The  structure  and  operating  frequency  (60  MHz)  are  unchanged 
and  only  the  antenna  height  is  varied.  The  deterioration  of  the  deep  null  is  evident  when 
the  structure  is  close  to  the  ground. 

E.  EFFECTS  OF  VARYING  GROUND  CHARACTERISTICS 

The  effects  of  varxing  the  ground  over  which  the  test  antenna  is  used  can  be  simu¬ 
lated  by  varying  the  relative  dielectric  constant  and  the  conductivity  (epsilon  and  sigma 
values)  in  the  GN  card  of  the  NEC  dataset  describing  the  antenna  and  its  environment. 
In  order  to  simulate  the  full  range  of  conditions  that  might  be  encountered  in  practice. 
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three  cases  were  chosen;  rice  paddy  (epsilon  =  34,  sigma  =  0.15),  average  ground 
(epsilon  =  10,  sigma  =  0.003)  and  poor  ground  such  as  desert  or  rocky  areas  (epsilon 
=  2.5,  sigma  =  0.00022).  The  elTects  of  changing  ground  characteristics  can  easily  be 
misinterpreted  if  the  angle  from  the  zenith  is  not  considered.  To  illustrate  this  hazard. 
Figures  15  through  17  show  the  patterns  obtained  over  average  ground  at  a  zenith  angle 
of  SO  degrees.  The  same  antenna  at  the  same  frequency,  but  viewed  at  an  angle  from 
the  zenith  of  S9  degrees  produced  the  radiation  patterns  shown  in  Figures  18  through 
20.  The  effect  of  imperfect  ground  is  clearly  evident  at  very  low  angles. 

From  these  plots  it  is  evident  that  the  poorer  the  ground  is,  the  less  the  available 
signal  strength  at  very  low  radiation  angles  (i.e.,  theta  angles  close  to  90  degrees).  This 
phenomenon  holds  in  general  for  all  antennas  over  imperfect  ground.  Its  elfects  on  the 
test  antenna's  radiation  pattern  are  as  e.xpected. 

F.  EFFECTS  OF  VARYING  GROUND  PLANE  STRUCTURE  GEOMETRY 

Since  the  input  impedance  of  the  test  antenna  is  of  interest,  the  effects  of  varying  the 
angle  of  the  ground  plane  radials  with  respect  to  the  radiating  elements  was  explored. 
The  NEC  datasets  used  to  conduct  this  study  are  included  in  Appendix  D,  and  the  plots 


14 


15 


16 


270 


Figure  9. 


2  MQNOPOLES,  BOTH  DRIVEN  AT  60  MHZ  VIA  TL  SECTIONS 

FULL  10M  METAL  SUPPORT  MAST,  EPS=10,  SIG=.003 


0 


PATTERN  GAIN  IN  DBl 

• . 'HORIZONTAL 

——•—VERTICAL 

TOTAL 

ANGLES  IN  DEGREES  TRUE 


Radiation  Pattern  Distortion  Caused  by  Metallic  Mast 


17 


INSULATING  SECTION-^ 
METALUC  SECTION  - - ► 


Figure  10.  liisulatiiig  Section  Inserted  in  Metallic  Support  Mast 


18 


270 


Figure  11. 


INITIAL  TEST  STRUCTURE  DRIVEN  AT  60  MHZ  WITH 
1M  INSULATING  SECTION,  EPS=10.  SIG=.003,  1ST  SOLN 


PATTERN  GAIN  IN  OBI 

--.horizontal 

—  •  —  VERTICAL 
——TOTAL 


180 


ANGLES  IN  DEGREES  TRUE 


Radiation  Pattern  nith  Insulating  Section  Inserted 


19 


20 


21 


22 


270 


Figure  1 


INITIAL  TEST  STRUCTURE,  F=60  MHZ,  EPS=34.  SIG=.15 

9M  METAL  MAST  WITH  1M  INSULATING  SECTION 


PATTERN  GAIN  IN  081 

...... -.horizontal 

— —  VERTICAL 
——“—TOTAL 


ANGLES  IN  DEGREES  TRUE 


180 


5.  Pattern  of  Test  Antenna  Over  Rice  Paddy  (Theta  =  80  Degrees) 
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used  are  included  in  Appendix  C.  With  each  variation  of  the  geometry,  it  was  necessary 
to  recompute  the  impedance  matrix  for  the  structure,  in  order  to  adjust  the  transntission 
line  feed  harness  lengths.  The  conclusion  drawn  from  this  study  was  that  while  feedpoiiit 
impedances  can  indeed  be  varied  by  changing  the  angle  of  the  ground  plane  radials  with 
respect  to  the  driven  elements,  deep  null  characteristics  disappear  as  the  ground  plane 
elements  are  varied  from  a  perpendicular  orientation  to  the  driven  elements. 

In  order  to  investigate  the  effect  of  removing  ground  plane  elements  on  the  structure 
radiation  pattern,  elements  were  removed,  characteristic  impedances  found,  and 
excitations  recalculated  and  applied  to  the  modified  structure.  It  was  found  through 
modeling  that  the  ground  radials  on  the  ends  of  the  structure  could  be  removed  while 
maintaining  good  deep  null  performance,  yet  simplifying  the  test  structure.  Figure  23 
shows  this  configuration.  Subsequent  modeling  revealed  that  this  structure  has  deeper 
nulls  in  most  cases  than  did  the  initial  test  structure.  Subsequent  work  was  therefore 
done  using  this  structure  vice  that  of  the  initial  test  structure. 

G.  EFFECTS  OF  SURFACE  WA\'ES 

In  order  to  investigate  the  effects  of  surface  waves  on  the  radiation  patterns 
produced  by  the  test  structure,  the  NEC  dataset  was  modified  to  include  surface  wave 
cITects.  This  required  using  the  Sonunerfcld  ground  option  of  NEC.  Before  running  a 
simulation  using  this  option,  it  is  necessary  to  create  a  ground  characteristics  lookup 
table  for  use  by  NEC  during  calculation.  The  table  is  created  by  SO.MN'EC  which  uses 
a  data  card  containing  the  frequency,  dielectric  constant,  and  conductivity  values  char¬ 
acteristic  of  the  ground  over  which  the  simulation  is  to  be  done.  I  he  NEC  input  dataset 
and  SO.MN'EC  data  card  used  arc  included  in  Appendix  D. 

The  results  of  the  surface  wave-included  study  were  surprising  in  that  the  nulls  pre¬ 
dicted  were  deeper  than  those  obtained  over  similar  ground  without  surface  wave  effects 
included.  This  result  ofl'ers  the  hope  that  verx'  deep  nulls  may  be  encountered  during 
field  testing  of  a  prototy  pe  antenna. 

The  efi'ccts  of  vaiying  the  test  structure  height  above  ground  were  quite  noticeable, 
as  can  be  seen  from  comparing  Figures  21  and  22.  While  from  a  visual  standpoint  the 
difFcrcnce  is  obvious,  from  the  standpoint  of  a  practical  system,  the  case  of  Figure  22 
represents  a  null  of  over  20  dB.  which  is  still  useful  in  practice. 
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I.  Surface  Wave  Included,  F  =  60  MHz,  H=  10  M,  Average  Ground 
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IV.  ANTENNA  DESIGN 


A.  BASIS  FOR  DESIGN 

The  work  presented  to  this  point  is  based  on  computer  simulation  of  various  struc¬ 
tures  under  var>'ing  conditions  and  explores  certain  structures  that  are  likely  candidates 
for  further  development.  The  structure  geometiy  shown  in  Figure  23  was  chosen  for 
construction  and  further  evaluation  because  of  its  relative  simplicity  and  predicted  null 
characteristics. 

B.  DESIGN  CONSIDERATIONS 

In  order  to  keep  the  mechanical  work  of  constructing  the  prototype  antenna  to  a 
minimum,  the  following  assumptions  and  decisions  were  made: 

•  A  frequency  of  60  .MHz  is  used  as  the  design  operating  frequency 

•  Half  inch  copper  pipe  is  used  for  antenna  elements  due  to  its  low  cost,  availability, 
and  availability  of  fittings  at  nominal  cost 

•  Belden  S219  type  coaxial  cable  is  used  for  the  matching  harnesses  due  to  its  low 
cost  and  availability 

•  .An  aluminum  mast  kit  with  two  inch  diameter  and  including  a  three  foot  dielectric 
section  is  used  to  elevate  the  prototype  antenna  as  necessary 

•  Insulating  plates  are  used  to  support  the  radiating  elements 

•  UHF  type  coaxial  connectors  are  used  in  building  the  prototype  due  to  ease  of  as¬ 
sembly.  availability  and  low  cost 

C.  PROTOTYPE  DESIGN 

Having  defined  the  essential  characteristics  of  the  prototype  deep  null  antenna,  the 
structure  detailed  by  Figures  23  through  27  was  constructed,  keeping  elements  as  close 
to  a  quarter  wavelength  at  the  60  MHz  design  frequency  as  possible.  A  feed  harness  for 
60  MHz  was  also  constructed.  Since  the  "Tee"  connector  at  the  junction  of  the  two 
transmission  line  sections  and  the  wire  from  the  connectors  at  the  antenna  bases  added 
about  3.5  cm  to  the  length,  that  amount  was  subtracted  from  the  length  of  each  cable. 
The  velocity  factor  of  Belden  8219  cable  is  0.78,  and  was  also  included  in  calculating 
physical  feedline  lengths  for  the  60  .MHz  feed  harness. 

In  order  to  facilitate  transporting  the  prototype  antenna,  hose  clamps  were  used  to 
hold  elements  in  place,  rather  than  solder.  A  wooden  mounting  bracket  was  made  to 
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Figure  23.  Structure  Geometry  of  Prototype  Deep  Null  Antenna 

allow  connection  to  the  support  structure,  and  an  azimuth  indicator  was  made  for  at¬ 
tachment  to  the  support  mast  during  field  testing. 

D.  FEED  HARNESS  VARIATIONS 

In  order  to  get  more  usable  bandwidth  from  the  prototype  antenna  a  way  of  main¬ 
taining  the  proper  current  relationships  in  the  two  driven  elements  at  frequencies  other 
than  the  structure  design  frequency  was  needed.  It  was  noted  that,  as  the  frequency  of 
excitation  varies  from  the  structure  design  frequency,  the  spacing  between  the  driven 
elements  departs  from  the  ideal  90  electrical  degrees.  This  effect  can  be  compensated 
by  varj’ing  the  phase  angle  between  excitation  currents  when  calculating  feed  harness 
lengths  using  Christman's  feed  method.  .Minor  adjustments  to  the  current  magnitude 
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ratio  resulted  in  feed  harness  lengths  that  produced  clean  cardioidal  deep  null  patterns 
when  modeled  using  NEC.  It  was  noted  during  this  iterative  process  that  the  first  sol¬ 
ution  from  the  feed  harness  length  calculation  program  (Ref  7]  produced  feed  harness 
lengths  that  provided  clean  patterns,  while  the  second  solution  from  the  program  did  not 
produce  the  desired  deep  null  patterns.  Due  to  the  need  to  keep  this  work  within  a 
manageable  scope,  the  cause  of  this  effect  was  not  pursued. 

In  order  to  test  the  validity  of  results  obtained  from  NEC  modeling,  three  feed  har¬ 
nesses  were  constructed  for  field  testing.  The  60  MHz  harness  length  was  obtained  by 
direct  application  of  Christman's  feed  method  [Ref  7],  taking  into  account  a  0.78 
transmission  line  velocity  factor  and  a  3.5  cm  correction  for  the  length  of  connectors  and 
wires  in  the  prototype  antenna  structure.  The  55  and  66  MHz  harness  lengths  were 
obtained  by  applying  the  compensation  method  described  above,  again  using  a  0.78  ve¬ 
locity  factor  and  a  3.5  cm  correction  for  connector  and  wire  lengths.  The  results  of  these 
calculations  and  adjustments  are  summarized  in  Table  4  below. 


Table  4.  FEED  HARNESS  PHYSICAL  LENGTHS 


Harness  Design 

LI  Length 

L2  Length 

Frequency  (.MHz) 

(.Meters) 

(.Meters) 

55 

0.715 

2.578 

60 

1.577 

1.859 

66 

1 .459 

2.795 

E.  ANTEN.NA  TESTING 

The  objective  of  this  phase  of  the  study  was  to  see  if  the  results  predicted  through 
computer  modeling  agree  with  measurements.  To  check  the  predicted  results,  it  was 
necessary  to  measure  the  far  field  radiation  pattern  and  the  input  impedance  of  the 
prototype  structure  over  a  range  of  frequencies.  In  order  to  evaluate  potential  useful¬ 
ness  of  this  class  of  antennas  for  reduction  of  either  mutual  interference  due  to  nearby 
transmitters  on  adjacent  frequencies  or  reduction  of  jamming  from  a  transmitter  some 
distance  away,  two  cases  were  tested,  one  where  the  prototype  antenna's  far  field  pattern 
was  measured  100  meters  away,  and  a  second  case  where  the  antenna's  pattern  was 
measured  1000  meters  away.  Test  data  is  then  compared  with  predictions  and  conclu¬ 
sions  drawn. 
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Figure  24.  Protolype  Antenna  Details,  Construction 
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Figure  25.  Feedpoint  Details 
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Figure  26.  Photograpli.  Completed  Prototype  Deep  Null  Antenna 
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F,  TEST  SETUP 


The  setup  to  be  used  in  the  uvo  tests  is  shown  graphically  in  Figures  28  and  29. 
Volunteer  assistants  rotated  the  prototype  antenna  and  collected  data  as  necessary.  A 
hilltop  site  was  chosen  to  avoid  reflections  off  nearby  objects,  and  a  line  of  sight  path 
to  the  1000  meter  reception  site  was  identified.  The  ground  at  the  test  site  was  moist 
sandy  soil. 
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Figure  28.  Test  Setup  for  Measuring  Radiation  Pattern  at  100  Meters 
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V.  PROTOTYPE  ANTENNA  EVALUATION 


Testing  of  the  prototype  deep  null  antenna  was  conducted  both  in  the  laboratory’ 
and  in  the  field  as  outlined  in  the  previous  chapter.  Field  tests  were  done  to  include  the 
efiects  of  real  ground  in  the  evaluation. 

A.  LABORATORY  TESTS 

Prior  to  conducting  field  tests  of  the  prototype  antenna,  it  was  considered  as  prudent 
to  conduct  some  preliminary  tests  under  controlled  conditions  to  see  if  the  structure  and 
feed  scheme  worked  as  predicted.  This  test  was  accomplished  by  raising  the  prototype 
antenna  on  a  mast  (with  an  insulating  section),  exciting  a  vertical  monopole  about  SO 
meters  away  with  a  signal  generator,  and  using  a  receiver  and  rotator-turntable  ar¬ 
rangement  to  produce  a  logarithmic  polar  plot  of  the  received  signal  strength  versus 
azinruth.  Figures  30.  31  and  32  show  the  results  of  this  test.  It  was  discovered  during 
the  course  of  this  test  that  the  prototype  antenna's  actual  resonant  frequency  was  59.25 
Mllz  vice  the  60.00  MIlz  design  frequency.  This  1.25*^10  departure  from  the  design  fre¬ 
quency  was  viewed  as  minor,  and  the  structure  was  not  modified  to  correct  this  due  to 
test  schedule  considerations. 

From  Figures  30-32  it  is  evident  that  the  deep  null  performance  of  the  structure  is 
relatively  narrowband,  and  that  it  deteriorates  rather  quickly  as  the  frequency  of 
excitation  departs  from  the  actual  resonant  frequency  of  the  structure.  During  this  se¬ 
quence  of  tests  it  was  noted  that  tuning  in  a  television  sound  carrier  at  59.75  MIIz  and 
th.en  running  a  signal  strength  plot  produced  patterns  that  were  neither  cardioidal  nor 
deep  null.  Since  this  signal  was  circularly  polarized,  the  performance  of  the  prototype 
deep  null  antenna  on  signals  other  than  vertical  linear  polarization  is  suspect.  Tactical 
VI IF  radio  systems  nearly  always  use  vertical  linear  polarization,  however,  so  the  pro¬ 
totype  antenna's  response  to  other  types  of  polarization  was  not  of  immediate  concern. 

B.  FIELD  TESTING  PROCEDURE 

1.  Field  Test  at  100  Meter  Range 

The  next  stage  of  the  testing  procedure  was  to  set  up  the  prototype  antenna  in 
the  field,  excite  it  with  an  AN  PRC-77  tactical  VI IF  FM  radio  set,  and  measure  the 
signal  strength  at  a  range  of  100  meters.  The  test  antenna  was  then  rotated  and  another 
measurement  taken.  This  process  was  repeated  at  regular  increments  of  azimuth  until 
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Figure  30.  Laboratory  Plot,  F=  60.00  MHz,  60  MHz  Feed  Harness 
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Figure  32.  Laljoiatory  Plot,  F=  59.25  MHz,  60  MHz  Feed  Harness 
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sufTicient  data  to  construct  a  polar  plot  of  the  antenna  radiation  pattern  was  obtained. 
Signal  strength  readings  were  taken  from  the  S-meter  of  an  1COM-R7000  receiver,  and 
reeorded  on  data  collection  forms.  Additional  passes  through  nulls  were  made  as  nec¬ 
essary  to  get  accurate  strength  readings  at  the  null  azimuths.  Since  the  characteristics 
of  the  receiver  S-meter  were  not  known,  the  receiver  was  connected  to  a  signal  generator, 
and  input  signal  strength  versus  S-meter  reading  data  was  taken.  This  allowed  all  signal 
strength  readings  to  be  translated  into  microvolts,  and  the  microvolt  readings  of  signal 
strength  at  many  azimuths  were  obtained.  In  order  to  plot  these  readings  on  polar  log¬ 
arithmic  graph  paper  the  voltage  ratios  had  to  be  converted  to  decibels  using  the  re¬ 
lationship; 


dB  =  20  log  -rf 
'  1 

where:  Tj  =  Reading  for  azimuth  being  plotted 
r,  =  Maximum  reading  for  any  azimuth 


(1) 


The  initial  test  run  was  done  using  the  60  Mllz  feed  harness  in  order  to  make 
an  early  comparison  with  laboratory  results.  In  order  to  test  the  validity  of  the  feed 
harness  compensation  method  outlined  earlier,  the  test  structure  was  next  excited  using 
the  55  and  66  Mllz  harnesses.  Signal  strength  measurements  were  made  for  various 
frequencies  while  again  varying  the  azimuth  to  the  receiving  antenna  in  increments. 

2.  Tests  at  1000  Meter  Range 

In  order  to  test  the  prototype  antenna's  potential  usefulness  in  eliminating 
signals  from  jammers  located  in  enemy  controlled  areas,  the  receiving  setup  was  relo¬ 
cated  to  a  hilltop  about  1000  meters  away,  and  another  series  of  tests  made.  Since  ra¬ 
diation  pattern  data  and  bandwidth  measurements  were  made  in  detail  at  100  meters, 
frequencies  were  chosen  at  which  good  null  performance  was  expected.  Feed  harnesses 
for  55,  60,  and  66  Mllz  were  used,  and  data  taken. 

C.  TEST  RESULTS 

1.  Results  at  100  Meter  Range 

In  each  of  the  cases  tested  radiation  patterns  with  substantial  nulls  were  ob¬ 
tained  as  shown  by  Figures  33,  34  and  35.  The  results  obtained  during  this  sequence  of 
tests  are  in  general  agreement  with  the  predictions  obtained  using  NEC,  and  they  show 
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that  the  predicted  deep  null  behavior  can  be  obtained  in  practical  structures.  Further¬ 
more.  the  test  sequence  demonstrated  the  behavior  of  the  structure  and  feed  harness  at 
frequencies  above  and  below  the  structure  and  feed  harness  design  frequencies.  While 
the  figures  shown  above  are  indicative  of  the  results  obtained,  additional  test  data  is  in¬ 
cluded  in  Appendix  C. 

2.  Results  of  Tests  at  1000  Meter  Range 

Figures  36-38  show  the  prototype  antenna's  deep  null  characteristics  at  1000 
meters,  and  are  in  good  agreement  with  plots  taken  at  the  100  meter  range.  Since  the 
radiation  patterns  obtained  agree  with  those  obtained  for  the  same  configuration  at  100 
meters,  testing  at  close  range  can  be  done  with  some  confidence  that  similar  results 
would  be  obtained  at  greater  distances. 
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VI.  ANALYSIS  AND  CONCLUSIONS 


A.  COMPARISON  OF  RESULTS  TO  PREDICTIONS 

Having  predicted  the  performance  of  the  prototype  antenna  under  various  config¬ 
urations.  excitations,  and  environments,  and  having  field  tested  the  antenna  under  some 
(but  not  all)  of  the  conditions  simulated  during  computer  modeling,  some  useful  con¬ 
clusions  can  be  drawn  and  some  observations  made. 

1.  Bandwidth  and  Standing  Wave  Ratio  (SWR)  Characteristics 

The  bandwidth  characteristics  of  the  prototype  antenna  are  such  that  current 
militarx’  radios  can  operate  into  the  antenna  over  a  substantial  range  of  frequencies.  A 
usable  baiidwidth  of  over  20%  of  the  design  frequency  was  predicted,  and  field  testing 
confirmed  that  prediction.  At  the  resonant  frequency  of  the  structure,  the  SWR  was 
computed  (based  on  forward  and  rellected  power  readings)  as  1.75  :  1.  This  is  an  ac¬ 
ceptable  SWR  for  a  practical  antenna  system,  but  could  probably  be  improved  by 
"pruning"  the  antenna  structure  for  resonance  at  exactly  60  MHz.  At  the  edges  of  the 
usable  bandwidth.  SWR's  of  3.4  :  1  were  calculated  (again  from  forward  and  rellected 
power  measurements).  While  these  values  arc  substantially  higher  than  that  obtained 
at  the  structure  resonant  frequency,  they  are  still  within  the  usable  range,  as  demon¬ 
strated  by  the  ability  of  the  AN  PRC-77  radio  to  work  into  the  prototype  antenna  dur¬ 
ing  testing.  Use  of  low  loss  coaxial  cable  would  be  advisable  in  this  situation,  but  even 
with  standard  RG-8  type  cable,  transmission  line  losses  at  the  SWR's  encountered  are 
acceptable.  .Addition  of  a  simple  matching  network  between  the  transmitter  and  trans¬ 
mission  line  would  be  advisable  in  high  power  systems,  or  where  the  transmitter  in  use 
is  not  designed  to  couple  into  high  SWR  loads.  Location  of  a  matching  device  at  the 
feed  harness  "Tee"  is  another  possible  means  of  reducing  SWR  losses  and  improving 
transmitter  matching. 

2.  Radiation  Pattern  Comparisons 

The  radiation  patterns  obtained  during  field  and  laboratorx'  testing  agreed 
closely  with  those  predicted  by  NEC  modeling.  The  laboratoiy  plots  w'ere  much  more 
precise  than  those  derived  from  field  data,  but  overall  agreement  was  remarkably  close, 
considering  the  limitations  imposed  by  construction  techniques,  measurement  equip¬ 
ment.  and  normal  experimental  error.  The  prototype  deep-null  antenna  appears  to  have 
considerable  potential  for  development  into  a  militarized  antenna  for  tactical  use.  Fur- 
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thcr  testing  to  better  define  its  performance  on  signals  other  than  vertical  linear 
polarization  is  advisable,  however. 

B.  RECOMMENDATIONS 

While  this  study  has  resulted  in  confirmation  of  several  predictions,  it  has  also  raised 
numerous  questions  that,  due  to  their  nature  and  the  need  to  limit  the  scope  of  this 
study,  were  not  pursued  beyond  noting  their  existence  and  immediate  impact  on  the 
goals  of  the  study  as  previously  defined.  These  questions  include: 

•  Can  Christman's  feed  method  be  replaced  with  a  network  optimized  for  various 
frequencies  throughout  a  desired  operational  bandwidth?  If  so,  this  would  offer 
greater  control  over  radiation  pattern  shape,  and  might  also  allow  reduction  of  the 
standing  wave  ratio  seen  by  the  radio  attached  to  the  antenna. 

•  How  far  can  the  bandwidth  of  the  prototype  structure  be  stretched  using 
Christman's  feed  method? 

•  Can  the  prototype  structure  be  modeled  at  a  higher  frequency  in  order  to  ease  the 
burden  of  further  laboratory  testing? 

•  Can  the  vertical  plane  radiation  pattern  of  the  prototype  structure  be  modified  to 
improve  low  angle  radiation  while  preser\'ing  deep  null  performance? 

•  What  are  the  performance  characteristics  of  the  prototype  structure  on  signals  of 
polarization  other  than  vertical  linear? 

•  What  other  structures  exhibit  deep  null  characteristics,  and  are  they  better  or  worse 
candidates  for  development  than  the  structure  investigated  herein? 

These  questions  are  the  basis  for  further  work  in  this  area,  and  provide  an  indicator 
of  the  scope  of  the  subject. 


APPENDIX  A.  CURRENT  CALCULATION  PROCEDURE 


A.  PURPOSE 

Both  MININEC  and  NEC  require  that  the  specified  structure  be  excited  by  a  volt¬ 
age  of  magnitude  and  phase  specified  by  the  user.  Since  the  antenna  radiation  charac¬ 
teristics  of  interest  derive  from  equal  magnitude  currents  of  specific  phase  relationships 
flowing  in  the  structure  elements,  a  procedure  for  calculating  these  excitation  voltages 
is  needed. 

This  Appendix  describes  two  procedures  by  which  the  required  excitation  voltages 
may  be  found.  Since  both  magnitude  and  phase  are  involved,  and  since  the  structure 
impedance  involves  both  real  and  imaginaiw  components,  it  is  advantageous  to  do  all 
such  calculations  on  a  computer.  Improved  accuracy  and  less  time  e.xpended  are  the 
benefits  of  this  approach. 

B.  TWO  PORT  NETWORK  APPROACH 

In  order  to  find  the  excitation  voltage  that  will  produce  equal  magnitude  currents 
of  the  proper  phase  relationship,  it  is  necessary  to  know  the  admittance  of  each  element 
to  be  driven,  and  the  mutual  admittance  between  driven  elements.  This  is  accomplished 
by  exciting  one  clement  with  one  volt  at  a  phase  angle  of  zero  degrees  while  shorting  the 
other  clement  to  the  ground  structure.  This  produces  a  current  value  for  the  driven  el¬ 
ement  and  a  current  value  at  the  base  of  the  element  shorted  to  ground. 
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Figure  39.  Two  Port  Network. 


Starting  with  the  equation  set  for  a  two  port  network, 


/,  =  )',,r,  + r,jr,  (2) 

+  >22'2  (3) 

It  can  be  seen  that  when  the  oilier  nionopole  of  tlie  structure  (the  one  tliat  is  not 
excited)  is  connected  to  the  ground  plane  elements,  Ij  =  0.  Thus: 


11 


r, 


Since  the  nionopoles  are  identical,  it  follows  that 


(4) 
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y  —  _ i 

hi-  y 


h  =  0. 


(5) 


The  mutual  admittance  can  be  found  bv  followinc  the  same  line  of  reasonina: 


>12  = 


V, 


v,  =  o 


(6) 


>'2,= 


(7) 


Note  that  =  /,  when  l'i  =  0  volt  at  a  phase  angle  of  zero.  Since  in  this  case  the 
current  magnitudes  in  the  two  monopoles  are  equal,  it  can  be  seen  that  the  admittance 
matrix  is  symmetric,  i.e..  and  Tj,  =  }2i. 

While  it  is  convenient  to  develop  the  above  argument  in  terms  of  admittances,  ele¬ 
ment  impedances  and  mutual  impedances  are  needed  when  working  with  Christman's 
feed  line  matching  arrangement  [Ref  7].  By  inverting  the  admittance  matri.x  the 
impedance  matrix  can  be  obtained; 


- 1 

to 

_ 1 

■>n 

>12‘ 

.^21 

_ 1 

- 1 

CN 

■A  M.ATllC.AD  ®  routine  [Ref  9]  was  written  to  accomplish  this  matri.x  inversion  in 
order  to  avoid  tedium  and  errors.  The  impedance  values  are  then  accessible  for  further 
use.  The  MATHCAD  ®  routine  used  is  listed  at  the  end  of  this  appendix.  When  the 
impedance  values  are  found,  the  feed  system  described  in  [Ref  7]  can  be  calculated  using 
the  B.ASIC  program  presented  therein.  These  transmission  line  lengths  can  then  be 
modeled  using  NEC  TL  "cards." 

C.  A  SHORTCUT  METHOD 

While  the  above  method  is  more  general,  it  is  possible  to  avoid  much  of  the  work 
by  placing  a  large  resistance  in  the  structure,  then  exciting  it  with  a  known  voltage.  The 
resulting  element  current  is  then  essentially  constant,  so  the  impedance  can  be  calculated 
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directly  and  then  the  loading  resistance  subtracted  out.  If  the  loading  resistance  is  high 
enoueh.  the  remainder  after  the  subtraction  is  then; 


r,  =  /,z, 

(9) 

N 

II 

(10) 

These  voltages  can  then  be  used  to  excite  the  two  monopoles  of  the  structure  under 
study.  The  correctness  of  this  approach  can  be  easily  checked  by  looking  at  the  currents 
in  the  segments  of  the  two  monopoles  nearest  the  ground  plane  structure.  The  currents 
should  be  equal  in  magnitude  and  differ  in  phase  by  90  degrees. 
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D.  MATRIX  INVERSION  ROUTINE 


-  USE  THIS  ROUTINE  TO  FIND  MUTUAL  IMPEDANCE  BETWEEN 
ANTENNA  ELEMENTS  THEN  USE  THE  MUTUAL  IMPEDANCE  WITH 
LEWALLEN’S  PROGRAM  TO  FIND  TRANSMISSION  LINE  LENGTHS 
TO  GET  DESIRED  CURRENT  RELATIONSHIPS.  (F=58  MHz  HERE) 


i 


28 . 892 

0^^  - 2  •  tt  angle  of  II  current 

360 


i  01  1 

Yll  :=  .04443e  complex  form  of  II  =  Yll 

-  150 . 784 

012  :=  2  TT  angle  of  12  current 

360 


i  *  012 

Y12  :=  . 02206  e  complex  form  of  12  =  Y12 


Y22  : 

=  Yll 

Y2  1 

:  =  Y12 

f  r  om 

symme  try , 

Y1  1 

=  Y22  and  Y12 

thus 

the  admi 1 1 

.ance 

matr 

'  i  X  is 

Y1  1 

YI2' 

Y  :  = 

Y2  1 

Y22_ 

-  1 

Z  :=  Y  by  applying  Ohm's  law 

to  the  admittance  matrix 

[26.206  -  14.335i  13.052  -  7.044i' 

Z  =  L  13.052  -  7.044i  26.206  -  14.335i_ 

the  element  impedance  for  use  with  Lewallen’s  program 
is  thus  Zll  or  Z12,  and  the  mutual  impedance  is 
Z12  or  Z21 
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APPENDIX  B.  FEEDLINE  LENGTH  CALCULATION  METHOD 


A.  PURPOSE 

The  experimental  approach  used  in  this  study  makes  extensive  use  of  Christman's 
feed  [Ref  7].  In  order  to  provide  better  documentation  of  the  methods  used  in  this  work, 
the  program  is  listed  here.  The  theoretical  work  that  provides  the  basis  for  this  program 
is  presented  in  Christman's  paper  [Ref  7]  and  is  not  repeated  due  to  its  length  and 
complexity. 

B.  BASIC  PROGRAM  LISTING 


100 

no 

120 

130 

140 

150 

160 

170 

180 

190 

200 

210 

220 

230 

240 

250 

260 

270 

280 

290 

300 

310 

320 

330 

340 

350 

360 

370 

380 

390 

400 

410 

420 

430 

440 

500 

510 


REM 

REM  SIMPLIFIED  FEED  SYSTEM  FOR  TWO-ELEMENT  ARRAYS 
REM  ROY  W.  LEWALLEN,  W7EL 
REM  7  JAN.  1985 
REM 

REM  ANGULAR  CALCULATIONS  ARE  DONE  IN  RADIANS; 

REM  INPUTS  AND  OUTPUTS  ARE  IN  DEGREES. 

REM 

PRINT 

PRINT 

PRINT  "R,X  of  leading  ELEMENT  (OHMS)" 

INPUT  R1,X1 

PRINT  "R,X  OF  LAGGING  ELEMENT  (OHMS)" 

INPUT  R2,X2 

PRINT  "MUTUAL  R,X  (OHMS)" 

INPUT  R3,X3 

PRINT  "EL. 2:  EL.  1  CURRENT  MAGNITUDE,  PHASE" 

PRINT  "--PHASE  MUST  BE  ZERO  OR  NEGATIVE  (DEGREES)" 

INPUT  M,P 
IF  P<=0  THEN  340 

PRINT  "PHASE  MUST  BE  NON-POSITIVE,  SINCE  EL. 2  IS" 

PRINT  "DEFINED  AS  BEING  THE  LAGGING  ELEMENT" 

PRINT 
GO  TO  260 

PRINT  "FEEDLINE  1,2  IMPEDANCE  (OHMS)" 

INPUT  F1,F2 
LET  Pl=3. 14159 
LET  J=0 

LET  C1=C0S(P*P1/180)/H 
LET  S1=SIN(P*P1/180)/M 
LET  H=R2+Cr'-R3+Sl*X3 
LET  A=(R3+C1*R1+S1*X1)/H 
LET  B=Sr'-Fl/H 

LET  C=((X3+C1*X1-S1*R1)*H-(X2+C1*X3-S1*R3)*(R3+C1*R1+S1*X1))/F2/H 
LET  D=F l--( C  1*H- S  1*( X2+C  1-'X3 - S  1*R3 )  ) /F2/H 
LET  Q=2-(A*A+B*B+C*C+D*D) 

LET  E=(  A*A+C*C  - B*B  -D^-'D  )  /Q 
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520  LET  F=2*(A*B+C*D)/Q 

530  LET  R=E 

540  LET  I=F 

550  GOSUB  810 

560  LET  G1=V 

570  IF  U<1  THEN  910 

580  LET  X=ATN(SQR(U*U-1)) 

590  LET  Tl=(X+Gl)/2 

600  IF  T1=>0  THEN  620 

610  LET  T1=T1+2*P1 

620  IF  TKPl  THEN  640 

630  LET  T1=T1-P1 

640  LET  I=C-'^C0S(T1)+D*SIN(T1) 

650  LET  R=A*C0S(T1)+B*SIN(T1) 

660  GOSUB  810 
670  IF  V=>  THEN  690 
680  LET  V=V+2*P1 
690  IF  J=1  THEN  790 
700  PRINT 

710  PRINT  "  ","Z0=’';F1;"  OHMS"  , "Z0=";  F2;  "  OHMS" 

720  PRINT  "  ","T0  LEAD.  EL.  ","T0  LAG.  EL." 

730  PRINT  "  ", "ELECT  L. (DEG. )" ,"ELECT.  L. (DEG. )" 

740  PRINT 

750  PRINT  "FIRST  SOLN.  " ,T1*180/P1,V*180/P1 

760  LET  J=1 

770  LET  X=2*P1-X 

780  GO  TO  590 

790  PRINT  "SECOND  SOLN.  " ,T1*180/P1 ,V*180/P1 
800  GO  TO  970 

810  REM  RECTANGULAR -POLAR  SUBROUTINE 
820  LET  U=SQR(R->R+I--'>I) 

830  IF  U=0  THEN  870 

840  IF  ABS(U+R)<1. OE-7  THEN  890 

850  LET  V=2*ATN(I/(U+R)) 

860  RETURN 
870  LET  V=0 
880  RETURN 
890  LET  V=P1 
900  RETURN 
910  PRINT 

920  PRINT  "NO  SOLUTION  FOR  THE  SPECIFIED  PARAMETERS. 
930  PRINT  "WOULD  YOU  LIKE  TO  TRY  DIFFERENT" 

940  PRINT  "FEEDLINE  ZO'S  (Y/N)?" 

950  INPUT  A$ 

960  IF  A$="Y"  THEN  340 
970  PRINT 
980  PRINT 
990  END 
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APPENDIX  C.  ADDITIONAL  TEST  DATA 


A.  GROUND  PLANE  STRUCTURE  VARIATION  PLOTS 
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B.  ADDITIONAL  LABORATORY  PLOTS 


1.  55  MHz  Feed  Harness 
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Figure  44.  55  MHz  Harness,  F=  54.00  MHz,  Laboratory  Plot 
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2.  60  ]\IHz  Feed  Harness 
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3.  66  MHz  Feed  Harness 
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Figure  53.  66  MHz  Harness,  F  =  64.50  MHz,  Laboratory  Plot 
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Figure  57.  66  MHz  Harness,  F  =  66.50  MHz,  Laboratory  Plot 
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APPENDIX  D.  NEC  DATASETS 


A.  ELEMENT  ADMITTANCE  AND  MUTUAL  ADMITTANCE 

The  dataset  below  was  used  to  find  the  currents  at  the  bases  of  the  two  monopoles 
of  the  test  structures  investigated.  The  current  in  segment  one  of  tag  one  is  the  element 
admittance,  and  the  current  in  segment  one  of  tag  two  (the  base  of  the  other  monopole) 
is  the  mutual  admittance.  These  admittance  values  are  used  as  shown  in  Appendix  A 
to  find  the  impedance  matrix  for  the  test  structure. 


CM  TEST  STRUCTURE  in.  TWO  QTR  WAVE  MONOPOLES  ABOVE  AN  ARTIFICIAL 
CM  GROUND  PLANE  WITH  RADIALS  AT  90  DEGREES  TO  DRIVEN  MONOPOLES. 

CM  ONLY  ONE  MONOPOLE  DRIVEN 

CM  ENTIRE  STRUCTURE  ELEVATED  10  METERS  ABOVE  GROUND. 

CE 

GW  1,5, 0,0.  625,10,0,0.  625,11.  25,0. 006 
GW  2, 5, 0,-0.  625, 10, 0,-0. 625,11. 25,0. 006 
GW  3, 5, 0,0.  625, 10, -1. 25,0. 625,10,0. 006 
GW  4, 5, 0,0.  625,10,0,1.  875,10,0.  006 
GW  5, 5, 0,0.  625,10,1.  25,0. 625,10,0. 006 
GW  6,5,0,.  625,10,0,-.  625,10,0. 006 
GW  7, 5, 0,-0.  625,10,1. 25,-0. 625,10,0. 006 
GW  8,5,0, -0.  625,10,0,-1.  875,10,0. 006 
GW  9, 5, 0,-0.  625,10,-1.  25,-0. 625,10,0. 006 
GE 

FR  0,0,0,0,60 
EX  0,1, 1,0, 1,0 
PL  3, 2,0,4 

RP  0,1,361,1501,80,0,0,1 

XQ 

EN 


B.  GROUND  RADIALS  AT  120  DEGREE  ANGLE  TO  MONOPOLES 

This  dataset  was  used  to  investigate  the  effects  of  putting  the  ground  radials  at  aji 
angle  of  120  degrees  to  the  monopoles.  The  corresponding  radiation  pattern  plot  is  in 
Appendix  C. 


CM  TEST  STRUCTURE  #2.  TW’O  QTR  WAVE  MONOPOLES  IN  FREE  SPACE 
CM  WITH  RADIALS  AT  120  DEGREES  TO  DRIVEN  MONOPOLES 
CM  MONOPOLES  DRIVEN  VIA  TL  SECTIONS  TO  GET  PROPER  CURRENTS 
CE 

GW  1,5, 0,0. 625,0,0,0. 625,1. 25,0. 006 
GW  2, 5, 0,-0.  625,0,0,-0. 625,1. 25,0. 006 
GW  3, 5, 0,0.  625,0,-1. 083,0. 625,-0. 625,0. 006 
GW  4, 5, 0,0. 625,0,0,1. 708,-0. 625,0. 006 
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GW  5, 5, 0,0. 625,0,1. 083,0. 625,-0.  625,0.  006 

GW  6,5,0,. 625,0,0,-.  625,0,0.  006 

GW  7, 5, 0,-0. 625,0,1. 083,-0. 625,-0. 625,0.  006 

GW  8, 5, 0,-0. 625,0,0,-1. 708,-0. 625,0.  006 

GW  9, 5, 0,-0. 625,0,-1. 083,-0. 625,-0. 625,0.  006 

GW  99,1,10000,10000,10000,10000,10000. 05 , 10000 , 5E-4 

GE 

FR  0,0,0,0,60 

TL  1,1,99,1,50,1. 336,0,0,0,0 
TL  2,1,99,1,50,1.865,0,0,0,0 
EX  0,99,1,0,1,0 
PL  3, 2, 0,4 

RP  0,1,361,1501,90,0,0,1 

XQ 

EN 


C.  GROUND  RADIALS  AT  135  DEGREE  ANGLE  TO  MONOPOLES 

The  dataset  below  was  used  to  find  the  effects  of  drooping  the  ground  radials  at  an 
angle  of  135  degrees  from  the  radiating  monopoles.  The  radiation  pattern  plot  for  this 
dataset  is  in  .Appendix  C. 


CM  TEST  STRUCTURE  t'/O.  TV,’0  QTR  WAVE  MONOPOLES  IN  FREE  SPACE 

CM  WITH  RADIALS  AT  135  DEGREES  TO  DRIVEN  MONOPOLES. 

CM  MONOPOLES  EXCITED  VIA  TL  SECTIONS 
CE 

GW  1,5, 0,0.  625,0,0,0.  625,1. 25,0. 006 

GW  2, 5, 0,-0.  625,0,0,-0. 625,1. 25,0. 006 

GW  3, 5, 0,0. 625,0,-0. 884,0. 625,-0. 884,0. 006 

GW  4, 5, 0,0.  625,0,0,1. 509,-0. 884,0. 006 

GW  5, 5, 0,0.  625,0,0.  884,0.  625,-0.  884,0.  006 

GW  6,5,0,. 625,0,0,-. 625,0,0. 006 

GW  7,5,0, -0.  625,0,0.  884,-0.  625,-0.  884,0.  006 

GW  8,5,0, -0.  625,0,0,-1. 509,-0. 884,0. 006 

GW  9,5,0, -0. 625,0,-0.  884,-0. 625,-0. 884,0. 006 

GW  99 ,1,10000 , 10000,10000,10000,10000. 05 , 10000 , 5E-4 

GE 

FR  0,0,0,0,60 

TL  1,1,99,1,50,1.256,0,0,0,0 
TL  2,1,99,1,50,1.737,0,0,0,0 
EX  0,99,1,0,1,0 
PL  3, 2, 0,4 

RP  0,1,361,1501,90,0,0,1 

XQ 

EN 
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D.  GROUND  RADIALS  AT  150  DEGREE  ANGLE  TO  MONOPOLES 

The  following  dataset  was  used  to  investigate  the  effects  of  drooping  the  ground 
radials  at  an  angle  of  150  degrees  from  the  radiating  monopoles.  The  radiation  pattern 
plot  for  this  dataset  is  in  Appendix  C. 


CM  TEST  STRUCTURE  #4.  TWO  QTR  WAVE  MONOPOLES  IN  FREE  SPACE 
CM  WITH  RADIALS  AT  150  DEGREES  TO  DRIVEN  MONOPOLES 
CM  BOTH  MONOPOLES  EXCITED  VIA  TL  SECTIONS 
CE 

GW  1,5, 0,0.  625,0,0,0.  625,1.  25,0. 006 

GW  2, 5, 0,-0.  625,0,0,-0. 625,1. 25,0. 006 

GW  3, 5, 0,0. 625,0,-0. 625,0. 625,-1.  083,0.  006 

GW  4, 5, 0,0. 625,0,0,1.  250,-1.  083,0.  006 

GW  5, 5, 0,0. 625,0,0. 625,0.  625,-1.  083,0.  006 

GW  6,5,0,. 625,0,0,-.  625,0,0.  006 

GW  7,5,0, -0. 625,0,0.  625,-0.  625,-1.  083,0.  006 

GW  8, 5, 0,-0. 625,0,0,-1. 250,-1. 083,0.  006 

GW  9, 5, 0,-0. 625,0,-0. 625,-0. 625,-1.  083,0.  006 

GW  99,1, 10000,10000,10000,10000,10000. 05 , 10000, 5E-4 

GE 

TL  1,1,99,1,50,1.214,0,0,0,0 
TL  2,1,99,1,50,1.662,0,0,0,0 
FR  0,0,0,0,60 
EX  0,1, 1,0, 1,0 
PL  3, 2, 0,4 

RP  0,1,361,1501,90,0,0,1 

XQ 

EN 


E.  TEST  STRUCTURE  SIMULATION  OVER  IMPERFECT  GROUND 

The  NEC  dataset  below  was  used  to  add  the  effects  of  imperfect  ground  to  tlie  test 
structure  model. 


CM  TEST  STRUCTURE  //I.  Tts’O  QTR  WAVE  MONOPOLES  ABOVE  AN  ARTIFICIAL 
CM  GROUND  PLANE  WITH  RADIALS  AT  90  DEGREES  TO  DRIVEN  MONOPOLES. 

CM  CURRENT  FEED  ACCOMPLISHED  USING  TWO  TL  SECTIONS. 

CM  ENTIRE  STRUCTURE  ELEVATED  10  METERS  ABOVE  GROUND. 

CM  9M  MAST  WITH  IM  INSULATING  SECTION  SUPPORT  USED. 

CM  GOOD  GROUND:  EPSIL0N=34,  SIGMA=. 15 
CE 

GW  1,5, 0,0. 625,10,0,0.  625,11.  25,0.  006 
GW  2, 5, 0,-0. 625,10,0,-0. 625,11.  25,0. 006 
GW  3, 5, 0,0. 625,10,-1. 25,0.  625,10,0.  006 
GW  4, 5, 0,0. 625,10,0,1.  875,10,0.  006 
GW  5, 5, 0,0. 625,10,1. 25,0. 625,10,0.  006 
GW  6,5,0,. 625,10,0,-.  625,10,0.  006 
GW  7, 5, 0,-0. 625,10,1.  25,-0.  625,10,0.  006 
GW  8, 5, 0,-0. 625,10,0,-1.  875,10,0.  006 
GW  9, 5, 0,-0. 625,10,-1. 25,-0.  625,10,0.  006 
GW  10,5,0,0,0,0,0,9,.  02 
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GW  99,1, 10000,10000,10000 , 10000,10000. 05 , 10000 ,5E-4 
GE 

FR  0,0,0,0,60 
GN  0,0,0,34,.  15 
TL  1,1,99,1,50,2.  067,0,0,0,0 
TL  2,1,99,1,50,2.428,0,0,0,0 
EX  0,99,1,0,1,0 
PL  3, 2, 0,4 

RP  0,1,361,1501,80,0,0,1 

XQ 

EN 


F.  SURFACE  WAVE  MODEL  OF  PROTOTYPE  ANTENNA 

The  NEC  dataset  below  was  used  to  model  the  prototype  antenna  over  imperfect 
ground  with  the  elTects  of  the  surface  wave  included.  Note  that  prior  to  using  this  list¬ 
ing.  it  was  necessar}'  to  create  the  required  lookup  table  of  ground  characteristics  using 
SO-VINEC.  The  SOMNEC  card  required  to  get  a  lookup  table  for  poor  ground  is  shown 
below. 

2.  5,.  00022,60. 


Note  that  the  epsilon,  sigma  and  frequency  values  {2.5.  0.00022,  60).  must  match  those 
in  the  NEC  dataset  being  used. 


CM  SURFACE  WAVE  STUDY--  QTR  WAVE  MOKOPOLES  ABOVE  AN  ARTIFICIAL 
CM  GROUND  PLANE  WITH  RADIALS  AT  90  DEGREES  TO  DRIVEN  MONOPOLES. 

CM  CURRENT  FEED  ACCOMPLISHED  USING  T\v’0  TL  SECTIONS. 

CM  ENTIRE  STRUCTURE  ELEVATED  10  METERS  ABOVE  GROUND. 

CM  9M  METALLIC  MAST  WITH  IM  INSULATING  SECTION  USED. 

CM  SURFACE  WAVE  INCLUDED  VERSION  OF  GP10M3B  STRUCTURE 
CM  GROUND  CHARACTERISTICS:  EPSIL0N=2.5,  SIGMA=. 00022 
CE 

GW  1,5, 0,0.  625,10,0,0.  625,11. 25,0. 006 
GW  2,5,0, -0.  625,10,0,-0.  625,11. 25,0. 006 
GW  3, 5, 0,0.  625,10,-1.  25,0.  625,10,0. 006 
GW  5, 5, 0,0.  625,10,1.  25,0.  625,10,0.  006 
GW  6,5,0,.  625,10,0,-.  625,10,0. 006 
GW  7, 5, 0,-0.  625,10,1.  25,-0.  625,10,0.  006 
GW  9, 5, 0,-0.  625,10,-1.  25,-0.  625,10,0. 006 
GW  10,5,0,0,0,0,0,9,. 02 

GW  99,1, 10000,10000,10000,10000,10000.  05 , 10000, 5E-4 
GE 

FR  0,0,0,0,60 

GN  2, 0,0, 0,2. 5,. 00022 

TL  1,1,99,1,50,2.067,0,0,0,0 

TL  2,1,99,1,50,2.428,0,0,0,0 

EX  0,99,1,0,165.567,0 

PL  3,2, 1,0 


S4 


RP  1,1,361,1000,10,0,0,1,1000 
PL  3220 

RP  i!i!361, 1000, 10, 0,0, 1,1000 
PL  3, 2, 3,0 

RP  1,1,361,1000,10,0,0,1,1000 

XQ 

EN 


This  dataset  produces  all  data  needed  to  plot  the  vertical,  horizontal  and  radial  compo¬ 
nents  of  the  total  field  at  the  specified  observation  points,  1000  meters  from  the  test 
antenna  in  this  case. 
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